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AMERICAN  HISTORICAL  GLASS 

Fourth  of  a  series  recording  items  not  found  in  historical  glass  books 
By  MARY  &  BILL  WOLLETT 
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LINCOLN  PLAQUE 

JUST  FOR  THE  RECORD.  A  rectangular  clear  glass  plaque  has 
a  bas-relief  portrait  of  Abraham  Lincoln,  our  16th  President. 
Written  above  the  portrait  is  the  inscription  "I  am  for  anyone 
who  is  for  the  right.  A.  Lincoln."  The  frame  is  made  to  simulate 
logs.  On  the  reverse  appears  "Pat  Appld  For."  The  plaque  meas- 
ures  7U"   by   5V   and    is   of  clear    glass. 


by   Mary   *  Bill  Voll 
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